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(iovernmcnt  seizure  of  British  Ckriumbia  Electric  and  Peace  River  Power  Development  t»)in- 
panies  was  approved  witliout  a  dissenting  vote  by  the  B.  C.  Legislative  Assembly  in  spetial  ses¬ 
sion  Aug.  3.  Nationalization,  made  retroactive  to  .\ug.  I,  reportedly  came  as  a  surprise  to 
utility  management. 

•Although  rumors  of  expropriation  had  been  voiced  during  politital  bitkering  between  Ot¬ 
tawa  and  the  provincial  government  over  Columbia  River  development,  apparently  B.  C.  Pre¬ 
mier  Bennett’s  threat  of  a  takeover  was  generally  thought  to  be  a  bluff. 

Ironically,  while  Bennett  was  proclaiming  BOE  a  crown  corjjoration,  luneral  service  was 
being  held  in  \'ancouver  for  Dal  (irauer,  chief  executive  of  the  utility  and  its  parent,  B.  (1. 
Power  (!orp.  Dr.  Grauer,  who  died  July  28  of  leukemia,  master-minded  BfiE’s  $850  million 
post-war  expansion. 

The  takeover  was  effiTted  by  enactment  of  Rill  r»  or  the  Power  Development  .Act  of  1‘Mil. 
Although  existing  legislation  would  have  allowed  the  seizure,  Bennett  c»)nsidered  the  extraordi- 
narv  implications  warranted  a  special  act. 

rhe  new  bill  empowered  the  government  to  convert  BGE  into  a  crown  corporation  through 
(1)  purchase  of  BGE  common  shares,  held  by  the  parent  cor]M>ration,  for  $  1 1 0,985,0-1 5;  (2)  ivsu- 
ance  of  $100  million  in  special  government  Inmcls  to  replace  BGE  .shares;  (.$)  a.vsumptic>n  of  BGE 
debts  estimated  at  alMuit  $.S99  million. 

The  government  promised  it  would,  it  necessary,  take  over  other  assets  of  the  parent  corpo¬ 
ration.  including  B.  G.  Engineering  and  Western  Development  &:  Power.  B.  C;.  Powct  Goq>. 
may  demand  that  BGE  buy  it  out  at  $88  a  share,  which  would  recpiire  an  additional  $07,01 1,955. 

Peace  River  Development  Go.  will  rtxreive  the  amount  sjK'nt  on  engineering  studies  and  sin- 
veys,  estimated  at  between  $5  and  $7  million. 

I'ncler  provisions  of  the  act,  all  clircxtors  in  the  private  company  were  dismissed.  .A  new  six- 
man  Iroard  is  headed  by  Dr.  (iordon  Shrum,  former  clean  of  graduate  studies  at  GBG  and  the 
Premier's  hydro  trouble  shooter  since  1958.  President  Harry  Purdy  was  asked  to  continue  in 
ollice  and  has  disassociated  himself  with  B.G.  Power  (iorp. 

In  .San  Erantisco  .Aug.  9  lor  the  opening  ol  British  Golumbia  House.  Premier  Bennett  de¬ 
clared  the  province  friendly  to  private  enterprise  and  said  that  the  lecleral  tax  on  private  utili¬ 
ties  residtecl  in  high-cost  power.  (For  some  months  he  had  been  pressing  Ottawa  for  al)olisli- 
ment  of  the  special  lecleral  tax  on  privately  owiuhI  power  corporations  or  lor  a  larger  share  lor 
British  Golumbia.  Last  .March  B.  G.  got  $2t)0,090  as  its  share  of  taxes,  estimated  at  $1,799,909.) 

B.G.  cities  have  had  no  assurance  as  yet  ol  what,  il  any,  "in  lieu"  taxes  they  can  expect. 
A’ancouver  alone  received  some  $1,890,900  annually  Irom  BGE. 

Bennett  said  that  the  Peace  River  project  would  Ire  started  immediately.  .A  Golumbia  start 
is  farther  away  because  the  treaty  must  be  ratilied  by  Ottawa  and  financing  arrangc*ments  have 
still  to  be  made.  The  Premier  has  indicated,  however,  that  he  expects  the  federal  government 
to  allow  export  ol  power  to  the  I'.  S.  and  while  in  .San  Francisco  he  spoke  of  |)ossible  sale  in 
('alifornia. 

.Although  the  B.  Energy  Board  in  its  report  made  no  linn  recommendation  that  the  Peace 
and  Golumbia  be  developed  simultaneously,  it  said  such  a  procedure  was  feasible,  if  ex|)ort  were 
allowed.  Lhe  energy  board  said  further  that  Iroth  are  sound  from  an  engineering  viewpoint  and 
cost  would  be  almost  identical  if  they  were  government  developed.  Its  estimate:  Golumbia,  1.1 
mills;  Peace  (private),  ti.59  mills;  Peace  (public),  L.87  mills. 

•As  presently  planned  BGE  and  B.  C].  Penver  Gommission  will  be  kept  separate,  with  the  lor- 
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WHAT'S  GOING  ON  IN  PCEA 
TWENTIETH  IN  A  SERIES 


MEETING  DATES  AND  LOCATIONS  SET 
FOR  PCEA-PCGA  ADMINISTRATIVE 
SERVICES  SECTION 


Bv  I).  M.  I’riuhell,  (AsNisianl  to  the  Prcsideiil,  Clalifornia- 
Paiilit  I'liliiics  C^ompany),  C  hairman,  PC:EA-PC;c;A 
Adniinistraiire  Services  Section 


The  fall  meeting  of  the  PCEA-PCGA  Admin¬ 
istrative  Services  Section  \will  be  held  at  the 
Miramar  Hotel  in  Santa  Barbara,  Nov.  27-28. 

Discussion  topics  at  the  fall  meeting  v\/ill 
include  Systems  and  Methods,  Land  and  Rights  of 
Way,  Legal  Problems,  and  Accounting. 

The  Villa  Hotel  in  San  Mateo  will  be  the 
location  of  the  spring  meeting,  March  26-27. 
Discussions  will  cover  Records  Management, 
Customer  Relations,  Plant  and  Payroll  Accounting, 
Purchasing  and  Stores,  and  Utility  Industry 
Economics. 

Leading  authorities  from  the  utility  industry 
and  other  areas  of  business  will  speak  at  both 
gatherings.  A  series  of  panel  and  group  dis¬ 
cussions  at  each  meeting  will  give  members  an 
opportunity  to  exchange  ideas  with  others. 

Plan  to  attend  both  of  these  fact-filled  PCEA 
conferences  for  invaluable  information  about  the 
latest  techniques  in  administrative  services. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Questions  and  suggestions  on  any  PCEA  activity  are  invited. 

530  West  6th  Street,  los  Angeles  14  •  681  Market  Street,  San  Francisco  S 
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iiier  developing  the  Peace  and  the  latter  the  (Columbia.  Bennett  saitl,  however,  that  if  Ottawa 
))ermanently  blocked  the  Ca)liimbia  development  the  two  would  be  merged. 

Managements  of  Public  Service  Ca>.  of  Colorado  and  Colorado  (Central  Power  Clo.  have  an¬ 
nounced  general  terms  for  merger.  joint  announcement  said  details  were  being  worked  out 
and  will  be  submitted  to  boards  of  both  companies.  The  merger  must  then  be  approved  by 
stockholders  and  the  Colorado  Public  Utilities  (amimission. 

The  agreement  provides  that  the  3,13<i  holders  of  Uolorado  Uentral  common  will  receive 
one  share  of  Public  .Service  stcnk  for  each  1  2  shares  of  their  stock. 

Robert  T.  Person,  president  of  Public  .Service,  said  merger  of  the  two  companies  would 
bring  the  total  gross  investment  in  plant,  property  and  etpiipment  of  Public  .Service  Uo.  to 
more  than  million. 

Person  would  be  president  of  the  surviving  Public  .Service  Uo.  [antes  \V.  Uryder,  president 
of  Uolorado  Uentral,  jtlans  to  withdraw  from  active  management. 

Shakeup  of  the  Los  .\ngeles  Board  Water  &  Power  Commissioners  seems  to  have  been 
completed.  Since  election  of  .Samuel  Yorty  as  mayor,  changes  in  the  city  commissions  have 
been  in  the  news,  with  charges  that  the  new  mayor  was  undertaking  to  bring  about  “one-man 
rule.”  However,  Yorty's  ap|tointments  have  been  approved  by  the  city  council  and  the  new 
board  will  be  headeil  by  Henry  (i.  Bodkin,  replacing  [.  U.  .\Ioller  fr.,  boaril  president  for  five 
years.  .Another  Yorty  ap|)ointee,  Clifford  R.  Marker,  was  named  vice  president,  replacing  Dr. 
\V.  Ballentine  Henley.  Both  .Moller  anti  Henley  remain  on  the  iMtard.  The  fifth  member, 
Frank  R.  Pahnieri,  was  named  by  Yorty  as  a  replacement  for  William  .\.  Simpson,  who  re- 
signetl  on  July  7.  [.  .\.  Thomson  and  Loytl  Wright,  who  put  up  a  spiritetl  resistance  to  their 
ouster,  gave  up  following  city  council  approval  of  their  re{>lacements. 

True  ca.sh  value  of  electric  utility  prtjperties  in  Oregon  lor  HMil  increaseil  over  IlMiO, 
acctmling  to  the  Oregon  Tax  Commission.  The  commission  said  value  of  electric  utility  prop¬ 
erties  is  ,S.'>61,8.^5,1 10  as  compared  to  a  value  of  .S.5.S0, 1 8.'>.2»>6  in  1900.  Major  pttrtion  of  the 
increase  was  attributed  to  Idaho  Power  Co.  hydroelectric  development  on  the  Snake  River. 

Hilo  Electric  Light  Co.  directors  are  recommemling  a  2-lor-l  common  stotk  split.  They 
would  also  increase  the  number  of  authori/ed  shares  in  order  to  make  stock  available  for 
future  distribution.  Hilo  Electric  has  been  moving  on  the  Honolulu  Stock  Exchange  at 
around  .S!7  a  share,  with  2.M ,()()()  par  $20  shares  outstanding. 

Eugene’s  Water  &  Electric  Board,  which  serves  downtown  Eugene  via  an  underground  s\s- 
tem,  has  decided  to  continue  overhead  distribution  in  a  periphery  area.  study  showed  un¬ 
dergrounding  would  cost  $52,000  and  the  board  said  extension  of  the  underground  system 
was  not  justified  at  the  prc'sent  time  in  view  of  the  expense. 

.Montana’s  |M)wer  reservation  from  Hungry  Horse  Dam  could  serve  as  a  precedent  for  a 
similar  reservation  for  the  Northwest  if  the  California  intertie  is  built,  Bonneville  Power  .Ad¬ 
ministrator  (Charles  F.  l.uce  said  recently. 

“.A  regional  preference  could  make  more  sense  than  a  state  by  state  preference,”  he  said, 
“since  the  Columbia  River  jjower  system  is  a  regionally  integrated  system.” 

Luce  said  the  special  task  force  report  on  the  pro|)osed  intertie  with  California  has  not 
been  prepartxl.  He  indicated  that  extension  of  the  so-called  jjostage  stamp  rate  to  California 
was  not  contemplated. 


Electrical  Watt  (with  which  it  consolidated  The  Journal  of  Electricity). 
August  1961,  Vol.  127,  No.  2A.  Published  semimonthly,  except  June  and  No¬ 
vember,  when  published  trimonthly  by  McGraw-Hill  Co.  of  California,  James 
H.  McGraw  (1860-1948)  Founder.  Office  of  publication,  235  N.  W.  Park  Ave., 
Portland  9,  Ore.  See  panel  below  for  directions  regarding  subscriptions  or 
change  of  address. 

Exacutiva,  editorial,  circulation  and  advertising  offices:  2SS  California  St., 
San  Francisco  11,  Calif.  Donald  C.  McGraw,  chairman  of  the  board.  George 
C.  Tenney,  president;  John  W.  Otterson.  vice-president;  Thomas  H.  Carmody, 
secretary  and  treasurer. 

Position  and  company  connection  mutt  be  indicated  on  subscription  orders. 
Send  to  address  shown  in  panel  below.  Subscription  price  includes  the 
regular  monthly  issue,  the  news  letter  issue  and  the  November  directory 
issue.  United  States  subscription  rate  $3  a  year,  single  copies  50c  (November 


directory  issue  $1).  Latin  American  Republics  and  Philippine  Islands,  $6  a 
year;  Canada  S4  a  year;  all  other  countries  $10  a  year.  Entered  as  second 
class  matter,  Dec.  17,  1956,  at  the  post  office  at  Portland,  Ore.,  under  the 
act  of  March  3,  1879.  Printed  in  U.  S.  A.  Title  registered  in  U.  S.  Patent  Office. 


SUBSCRIPTIONS:  Send  subscription  correspondence  and  change  of 
address  to  Subscription  Manager,  Electrical  West,  255  California  St., 
San  Francisco  II,  Calif.  Allow  %  days  for  change  of  address. 


Postmaster:  please  tend  notice  3579  to  Electrical  West,  255  California  St., 
San  Francisco  11,  Calif. 


August  15,  1961 - Electrical  West 


Industry  News  Letter  3 


Not  another  hydroelectric  dam  should  be  built  unless  there  is  no  alternative  source  of 
|)ower.  Supreme  Ckrurt  Justice  William  ().  Douglas  said  in  Portland  while  attending  the  Ninth 
judicial  Circuit  conference.  Cdear,  wild  rivers  are  c*ssential  to  preserving  remaining  U.  S.  wil¬ 
derness  areas,  he  stated.  He  jjointetl  to  coal  deposits  and  thousands  of  unemployed  miners  as 
one  answer  to  power  needs  ami  employment  opportunity. 

The  California  Department  of  Water  Resources  opened  bids  recently  for  construction  of  a 
4,333-ft  long,  35-ft  diameter,  concrete  lined  Oroville  Dam  diversion  tunnel.  It  is  the  first  ma¬ 
jor  job  in  connection  with  c<mstruction  of  the  Oroville  Dam,  key  unit  in  the  state’s  plan  to 
conserve  water  in  northern  California  and  transport  it  to  southern  C^alifornia. 

Work  has  been  going  on  for  several  years  in  the  area  but  it  has  been  confined  to  reltKatiftn 
ol  highways,  rail  lines  and  other  utilities. 

With  the  calling  of  bids  for  the  tunnel,  for  which  the  state  has  budgeted  $7,500,000,  Direc¬ 
tor  William  E.  Warne  of  the  department  of  water  resources  announced  construction  of  the 
actual  dam  embankment  is  expecteil  to  begin  next  year  with  completion  of  the  project  sched¬ 
uled  in  1968. 

Washington  Water  Power  C^o.  will  construct  Meyers  Falls  Dam  in  Stevens  County  under 
contract  awarded  to  W.  H.  Gregory  (x).  of  Spokane.  The  new  dam  will  replace  one  built  in 
IffOS  by  the  Northwestern  Electric  Pow’er  &:  Light  Co.,  was  later  owned  by  Stevens  Cx)unty 
Power  &:  Light  Co.,  which  was  taken  over  by  WWP.  The  dam  will  consist  of  concrete  piers, 
steel  bulkheads  and  earth-filled  embankments. 

The  second  |H>wer  plant  at  Fort  Peck  Dam  in  northeast  .Montana,  housing  two  4(),00()-kw 
hydro-generators,  is  in  operation.  This  unit  practically  doubles  power  production  capacity  at 
the  Fort  Peck  project,  bringing  the  installed  capacity  to  165,000  kw. 

Ox1k)w'  Dam’s  .second  big  55,(MM)-kw  generator  went  on  the  line  a  little  more  than  a  week 
after  Idaho  Power  Cx).  startcil  production  at  its  220,(K)0-kw  project  on  the  Snake  River  under 
an  urgent  schedule  to  provide  more  electricity  for  irrigation. 

.Meanwhile  the  first  Oxf>ow  generator  was  being  operated  above  its  rateil  capacity  to  help 
fill  record-smashing  demands  on  the  company’s  interconnected  system. 

Start-up  of  the  sc*cond  generator  moved  Oxbow  to  the  halfway  mark  in  power  protluction. 
.All  of  its  four  initial  generators  will  be  on  the  line  and  the  project  completed  late  this  fall. 

First  diesel  freaking  generating  set  for  use  in  the  Haw'aiian  Islands  is  being  built  by  Fair¬ 
banks,  .Morse  X:  Go.  at  Beloit,  Wis.,  for  Hilo  Electric  Co.  Ltd.  It  will  deliver  2,000  kw  within 
90  seconds  from  a  cold  start.  Hilo  Electric,  the  utility  serving  the  entire  Island  of  Hawaii, 
jnirchased  the  generating  set  through  Pell  Co.  Inc.,  Honolulu.  It  is  due  for  installation  in 
November. 

The  President’s  Missile  Sites  Lalror  Commission,  investigating  and  trving  to  resolve  juris¬ 
dictional  problems  at  missile  sites,  rendered  a  tlecision  unpopular  with  the  electrical  contrac¬ 
tor  and  IBEW  at  Walker  .Air  Force  Base  in  New  .Mexico  when  it  decided  in  favor  of  the 
Operating  Engineers  Union  for  the  cable-laying  job  when  the  contractor  was  employing  all 
IBEW  men.  Pledged  to  allow  no  work  stoppage,  IBEW  President  Freeman  was  on  the  sjjot 
for  if  the  men  were  discharged  they  might  strike  and  bring  a  violation  of  pledge  charge 
against  the  union  president.  Solomon,  carving  up  the  baby,  had  it  easy  compared  to  some  of 
these  inter-union  jurisdictional  complications. 

Bids  for  additions  to  .South  High  School  in  Salt  Lake  Caty,  including  one  for  $115,000  to 
1  hompson  Electric  Co.,  were  protested  by  Utah  Engineering  Council,  representing  1 1  profes¬ 
sional  engineering  groups,  on  the  grounds  that  the  plans  had  been  drawn  up  by  Harry  H. 
Hall,  the  electrical  inspector  for  the  board  of  education,  who  was  not  a  licensed  electrical  en¬ 
gineer  and  thus  not  legally  qualified.  The  school  board  held  a  hearing  and  withdrew  all  the 
bids  and  contracts  until  new  specifications  could  be  written  by  a  qualified  engineer. 

The  new  manager  for  the  San  Diego  County  C^hapter  of  National  Electrical  Contractors 
.Assn,  is  Joseph  M.  Harrington,  according  to  announcement  by  Neville  L.  Baker,  chapter  presi- 
ilent.  His  appointment  was  effective  Aug.  1  and  he  replaces  K.  Sturges  Sturges,  the  last  manager. 


4  Industry  News  Letter 


Electrical  West— Vol.  127,  No.  2A 


Just  what  the  fate  of  the  industry  coo|>erative  associations  in  British  Clolumbia  which  have 
been  supporteil  with  manpower  and  finances  by  B.  C.  Electric  Oo.,  now  that  the  jirovince  has 
confiscated  the  company  and  all  its  operations  and  substituted  a  |M)litical  directorate  for  a 
business  one,  must  be  a  subject  of  considerable  concern  to  the  electrical  industry.  The  B.  Cl. 
Power  Clommission  has  given  some  minor  support  to  the  Electrical  .Service  League  of  British 
(lolumbia  which  conducts  the  Red  .Seal  wiring  program,  lighting  promotions  and  a.ssists  the 
electrical  insjjectors  and  the  contractors’  associations  but  it  has  receivetl  its  major  support 
from  the  private  utility. 

Kennecott  (lopper  C.or]>.  and  IBEVV  Local  1438  came  to  an  agrt'ement  for  new  terms  anil 
conditions  Aiig.  4,  several  days  past  the  previous  contract  expiration.  The  union,  which 
called  a  strike  last  year  and  held  up  the  agreements  of  several  other  unions  employed  at  the 
copper  plant  in  lltah,  likewise  held  up  similar  negotiations  this  year  and  at  one  stage  caused 
the  copper  corporation  to  file  charges  with  the  National  Labor  Relations  Board  at  Denver. 

lUah  State  Industrial  Clommis.sion  set  as  the  minimum  pay  to  be  offered  workers  on  public 
projects  a  scale  for  electrical  workers  at  .$.3.90  per  hour.  The  rates  are  compidsory  on  all 
projects  undertaken  with  state  or  lixal  government  funds,  such  as  schixils,  roads,  public 
buildings,  etc.  .  .  .  On  the  other  hand,  .Salt  Lake  (ionnty  Commission  recently  appointed 
Willis  B.  Freeman  as  the  new  electrical  inspector  at  only  SUM)  a  month  plus  a  SbO-a-month 
car  allowanie. 

The  bill  to  study  and  simplify  the  multiplicity  of  codes  and  ordinances  in  the  State  of  Cali¬ 
fornia  bv  an  enlarged  authority  of  the  State  Building  Standards  Commission,  passed  by  the 
Legislature,  was  vetoed  by  Ciovernor  Brown  with  the  explanation.  “It  would  be  concerned 
with  resolving  cmle  conflicts  among  state  agencies;  most  such  conflicts  exist  among  local  agen¬ 
cies  over  which  the  commission  would  have  no  |X)wer.’’ 

Governor  Brown  also  vetiKxl  legislation  that  would  have  allowed  counties  to  let  contracts 
up  to  $10,000  without  seeking  bids  and  one  to  require  public  utilities  to  provide  notice  of 
hearings  on  rate  increases  under  some  conditions. 

.4n  .\rizona  Uniform  Ciule  Committee  has  been  organized  under  the  general  auspices  of  the 
Joint  Industry  Board  of  .Arizona,  consisting  of  some  2fi  representatives  of  all  phases  of  the  in- 
dustrv  interested  in  electrical  codes  and  ordinances.  It  is  separate  from  the  .Arizona  C.hapter 
of  the  International  .Association  of  Electrical  Inspectors,  although  many  of  its  members  are  on 
the  committee.  The  purpose  is  to  develop  a  uniform  electrical  code  to  be  rtxommended  to  all 
of  the  cities  and  counties  in  the  state.  .Although  monthly  meetings  are  required,  extra  meet¬ 
ings  have  l>een  held  recently  to  hasten  the  proposed  changes  in  the  .Arizona  electric  cixle. 
Robert  kassbender  is  secretary  of  the  organization,  and  meetings  are  held  at  the  EJIB  offices 
at  1129  N.  First  .St.,  Phoenix. 

Permi.vsion  has  lH*en  obtained  from  B.  Z.  Segall,  author  of  “Electrical  Cixle  Diagrams,”  a 
new  edition  of  which  has  recently  been  published  by  Peerless  Publishing  Co.,  New  Orleans, 
for  the  Southwestern  .Section,  International  .Association  of  Electrical  Inspectors,  to  reproduce 
and  project  the  diagrams  in  the  book  as  a  part  of  its  educational  inspector  training  program. 
The  educational  program  has  been  developed  by  a  committee  of  three  headed  by  Prof.  1.  San- 
dorf.  University  of  Nevada,  and  its  release  for  use  awaited  this  permission  from  the  code  dia¬ 
gram  author.  Other  portions  of  the  course,  to  be  spon.soretl  locally  by  inspection  departments 
or  by  chapters  of  l.AEI,  had  been  previously  completed. 

Electrocution  and  shock  injury  hazards  would  be  lesseneil  if  homes,  offices,  factories  could 
have  their  wiring  systems  protected  by  a  supersensitive  differential  relay  or  breaker  which 
would  trip  the  circuits  at  any  current  leakage  in  excess  of  the  “let-go”  minimum.  Prof.  U.harles 
Dalziel,  University  of  California,  told  the  Northern  California  (.hapter,  l.AEI,  at  its  July  19 
meeting  at  Newark.  He  demonstrated  a  supersensitive  device  developed  after  comparison  of 
foreign  country  devices  purporting  to  offer  this  protection. 

Howard  H.  Welter,  for  many  years  with  U.  .S.  Rubber  Co.’s  Wire  and  Cable  Division  and 
later  with  Kaiser,  has  retired  after  30  years’  service  and  likewise  from  the  codes  and  standards 
committee  of  National  Electrical  Manufacturers  .Assn.  He  was  a  familiar  visitor  to  the  West- 
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crn  ineeiings  ol  ihe  inspcdoiV  associations,  representing  the  NEMA  wire  and  cable  connnittees. 
He  will  be  succeeded  on  these  connnittees  by  W.  J.  Richard  of  (ieneral  Ciable  Clorp. 

An  electrical  insjrectors’  vacation  trip  to  Hawaii  dining  the  first  week  of  April  1962  now 
seems  assnrc*d,  accoriling  to  E.  E.  (iarleton,  supervising  electrical  safety  engineer,  (California 
Division  of  Industrial  Safety.  He  will  be  the  next  president  of  lAEI,  according  to  the  normal 
succession  of  officers,  and  has  been  active  in  sponsoring  this  trip  to  Hawaii  with  which  he 
combined  a  meeting  with  the  Hawaiian  (Chapter  to  bring  it  some  of  the  mainland  code  au¬ 
thorities.  The  trip  has  the  blessing  of  l.\EI  and  those  wishing  to  take  it  are  putting  up  a 
tleposit  so  that  accommodations  may  be  guaranteed. 

.V  guide  for  the  writing  of  projKised  changes  to  the  National  Electrical  (Code  will  be  avail¬ 
able  to  those  who  attend  the  annual  meeting  of  the  Southwc*stern  Section,  International  .Asso¬ 
ciation  of  Electrical  Inspectors,  which  has  been  moved  to  the  Hotel  Lafayette  in  Long  Beach 
•Sept.  17-21.  Dissatisfaction  that  proposals  for  code  changes  made  verbally  never  reached  the 
code-making  jianels  for  consideration  has  brought  forth  the  instruction  that  all  proposals  this 
year  be  made  in  writing  with  supporting  data  and  arguments  for  the  change.  These  then  may 
be  brought  up  for  general  discussion  and  refinement  at  the  code  workshop  on  the  .Monday 
afternoon  and  all-day  Tuesday  sessions.  .Actions  taken  by  these  code  workshops  will  then  be 
|)assed  upon  at  the  final  meeting  on  Llunsdav. 

The  Northwest  .Section  of  LAEI  holds  its  annual  meeting  at  Hotel  Owyhee  in  Boise  on  Sept. 
II-IS,  the  week  previous.  Like  the  Long  Beach  meeting,  there  will  be  displays  of  manufac¬ 
turers'  new  products  and  the  program  will  consist  largely  of  cinle  discussion  and  interpreta¬ 
tion.  Preprints  of  the  1962  revision  of  the  National  Electrical  (lode  are  expected  to  be  avail¬ 
able.  Park  Eorte,  Boise  inspector,  is  general  chairman,  and  Mark  Lundy,  Idaho  state  inspec  tor, 
linance  chairman. 

National  .Assn,  of  Lighting  Maintenance  Contractors  holds  its  annual  convention  -Aug.  21- 
2.1  at  the  Flamingo,  Las  \'egas.  Will  C.arlton,  executive  secretary,  declared  the  program  will 
have  much  new  information  for  the  many  members  of  the  lighting  maintenance  contractors 
in  the  ^Vestern  states. 

Particular  emphasis  to  electric  and  gas  design  in  appliances  used  in  mobile  homes  will  be 
given  at  the  third  Western  Technical  (lonference,  sponsored  by  the  Los  .Angeles  .Section,  .Amer¬ 
ican  Institute  of  Electrical  Engineers,  Biltmore  Hotel,  Los  .Angeles,  Nov.  6.  .Membership  in 
.AIEE  is  not  recpiired.  Problems  of  voltage  at  the  customer  service,  higher  voltage  supply  to 
appliances,  mobile  home  inspection,  demand  factors  for  mobile  homes  will  be  programmed. 

A  residential  lighting  forum  composed  of  those  who  deal  directly  or  indirectly  with  residen¬ 
tial  lighting  is  being  organi/cxl  by  the  Diablo  Section,  Illuminating  Engineering  .Society,  Oak¬ 
land.  .A  charter  meeting  is  set  for  .Sept.  21  and  the  forum  is  expected  to  have  its  own  sep¬ 
arate  meeting  in  November  with  a  program  on  seasonal  lighting.  M.  (i.  Talbot  is  chairman. 

Future  dates  for  South  Pacific  Coast  regional  mt'etings  of  the  Illuminating  Engineering  .So- 
cietv  have  been  announced  by  Roy  H.  Kreyser,  regional  vice  president,  as  he  has  been  organ- 
i/ing  his  committee  chairmen  for  the  new  year  beginning  in  September.  The  regional  con- 
lerence  of  the  sextion  in  1962  will  be  held  at  the  IK  S.  (irant  Hotel,  .San  Diego,  .May  21-22  and 
be  co-chairmanned  by  .Alan  |.  .McCutcheon,  .San  Diego  (ias  &:  Electric  (x).,  and  Ralph  Rohr- 
bach,  Pacilic  Wholesale  Electric  Co.  The  regional  activitic“s  meeting  is  scheduled  for  |an.  26 
in  .Monterey.  In  1961  the  regional  conference  will  be  held  by  the  Diablo  .Section  in  Oakland 
on  .May  8,  9  and  10  with  James  L.  .Mc.Adoo,  PG  and  E,  and  (irant  Radford  of  PG  and  E,  as 
chairmen.  Kreyser  intends  to  make  the  circuit  of  all  sections  and  chapters  the  first  two  weeks 
of  September  and  install  the  new  officers. 

.An  .All-Electric  Merit  .Award  to  recognize  outstanding  electrical  installations  in  commercial 
buildings  has  been  announced  by  R.  H.  Cock  field,  general  sales  manager,  Los  .Angeles  De¬ 
partment  of  Water  &  Power.  The  certificates  are  to  be  formally  presented  to  owners  of  build¬ 
ings  that  qualify.  .A  bronze  plaque  installeil  in  the  entrance  or  lobljy  will  be  the  hallmark  of 
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an  all-electric  installation.  .More  than  50  commercial  buildings  completed  in  that  area  dur¬ 
ing  the  past  lew  months  are  totally  electrically  c“(pnpped.  The  program  is  designed  as  a  com¬ 
mercial  parallel  to  the  successful  .Medallion  Home  program.  Electric  installations  alone  will 
determine  the  eligibility  and  will  include  lighting,  heating,  air  conditioning,  water  heating  and 
all  similar  services. 

.San  Diego’s  annual  fall  conference  of  the  Bureau  of  Home  .Appliances  has  been  set  lor 
■Sept.  28  at  its  customary  jilace  in  Balboa  Park.  Program  chairman  is  Ed  Borgens  and  as  usual 
the  lall  selling  season  will  be  sparked  into  action  at  that  meeting,  accortling  to  J.  (ilark  (Iham- 
berlain,  bureau  manager. 

.Sch(M)l  classr(M>m  dc'monstrations  are  being  set  up  in  13  sch<M)ls  in  northern  (ialilornia  joint¬ 
ly  by  the  Pacific  (ias  and  Electric  do.  and  Northern  dalifornia  Electrical  Bureau  with  the  co¬ 
operation  of  the  Division  of  .School  Planning  of  the  State  of  dalifornia.  A  classr<M)m  in  each 
of  the  1.3  schools  will  be  completely  remodeled,  including  new  painting,  chalk  boards,  lighting, 
decoration,  desks  and  floor  covering.  The  recommended  |)ractices  of  the  lES  will  be  used  in 
the  design  of  the  lighting. 

Its  new  half-million-dollar  office,  repair  and  manulacturing  plant  in  .Salt  Lake  dity  is  ex- 
petted  to  be  occujjied  by  Westinghouse  Electric  dorp,  by  the  end  of  .August.  The  7,200  sq  It 
of  office  space  and  10,000  stj  ft  of  shop  area  buililing  at  1080  .S.  RalwiKul  Road  will  be  fully 
etpiipped  with  specialized  etpiipment  for  apparatus  anti  mt>tor  repair  anti  manufacturing  t)f 
switchbt>artl  anti  metering  panels. 

Frtmi  the  Desk  t>f  Frank  M.  Warren,  President 
\t>rthwest  Electric  Light  14:  Ptiwer  .\ssn. 

LtM>k  Nt>w  — Your  dhallenge  Is  Shttwing  is  the  theme  of  NEl.P.Vs  5fth  annual  meeting  tt> 
be  heltl  at  the  Sheratttn  Ht)tel  in  Portlantl,  .Sept.  20-22.  (ieneral  dhairman  Dave  Rttach,  West- 
ingfu)use,  and  his  committee  have  plans  well  utuler  way  anti  ct)nfitlently  state  this  will  be  tme 
of  NEI.P.X’s  best.  Prttgram  dhairman  H.  S.  Johnson,  P(iE,  has  linetl  up  speakers  of  natit)nal 
prtmiinence  frt)m  both  danatla  anti  the  Ihiitetl  States.  Inclutletl  tni  the  prt)gram  will  be  Rt»ger 
Wheaten,  presitlent,  Line  .Material  Intlustries;  William  Shepheril,  vice  president  t)f  .Arkansas 
Pt)wer  14:  Light  (io.;  Cieneral  (lassitly,  d.  S.  Engineers;  and  Charles  H.  Weaver,  vice  presitlent 
of  \Vestinght)use.  A  highlight  will  be  the  Presitlents'  panel  with  tt)p  Nt)rthwest  utility  execu¬ 
tives  tliscussing  important  intlustry  issues  iollt)wetl  by  a  tpiestit)n  perit)tl.  d.  W.  Leihy,  pub¬ 
lisher  t)f  Ei.n;iRit;M.  AVksi,  will  att  as  mt>tleratoi.  All  t)ur  intlustry  frientls  are  invitetl  tt)  at- 
tentl  anti  p;utake  of  knt)wletlge  anti  ht>spitality  with  us.  Registration  anti  reservatit)ns  will  be 
hantlletl  through  the  NEl.P.A  ollice,  201  (’.orbett  Bltlg.,  Pttrtlantl  I,  Ore. 

NEl.P.A's  Business  Develt)pment  Cionference  will  be  heltl  Ott.  1<)-I8  at  the  Davenport  Hotel 
in  Spt)kane.  .Section  Cihairnian  Darcie  White,  Utah  Pttwer,  anti  his  cttmmittees  are  planning  a 
prttgram  that  will  see  newly  orgaiii/etl  committees  tlig  into  spetifit  prt)blems  lor  the  first  time. 
I  he  program  balante  between  national  speakers  anti  wtnkshop  sessions  shoultl  bring  effective 
results.  .Arrangements  (ihairman  H.  U.  “Hutl”  Wright,  Washingtt)n  AVater  Power  dt).,  anti  his 
tommittee  will  have  the  weltome  mat  out  for  tht)se  wht>  make  it  tt>  Spokane  for  this  meeting, 
anti  ct)pit)us  amounts  tif  httspitality  are  assured 

AA'ith  pleasure,  we  weltome  ii»  NEl.P.A  the  lollowing  new  company  meiniKTs  and  their  rep¬ 
resentatives:  Bankers  Frust  do..  New  A’ork,  Felix  .A.  Mulgrew,  vice  presitlent;  dentral  Surveys 
Inc.,  Shenantloah,  Iowa,  Charles  E.  Parker,  chairman  t)f  the  l>oartl;  Ht)lan  dorp.— Fiinpte  Divi¬ 
sion,  Denver,  dolt).,  .-Arthur  d.  Frank,  sales  manager;  Reliable  Electric  do.,  Franklin  Park.  111., 
Haroltl  Ripley,  executive  .ite  presitlent;  Stt)ne  &  AA’ebster  Flngineering  dt)rj).,  .Seattle,  AVash., 
Paul  Brown,  general  superintentlent,  Pacifit  Ntnthwest;  Botle  lnspettit>n  Inc.,  Lake  Oswego, 
Ore.,  .Arthur  F.  Botle,  president;  .Allis-(;halmers  .Allg.  dt).,  Pt)rtlantl,  Ore.,  (lerrartl  K.  Lewis, 
tlistritt  manager;  Drexel  J4:  dt).,  Philatlelphia.  Pa.,  AA'illiam  B.  Hebertt)n,  utility  analyst;  anti 
Unitetl  dalilornia  Bank,  San  F'rancisct),  AA'illiam  S.  (aeightt)!),  vite  presitlent. 
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NEVERdroppedA  LINE! 


WHY  ANDERSON  SUSPENSION  CLAMPS 
HAVE  NEVER  BEEN  KNOWN  TO  FAIL... 


How  often  do  lines  drop  because  of  suspension 
clamp  failure?  Not  very  often  . . .  but  never  with 
Anderson!  We  have  never  had  reports  of  a  failure 
or  a  complaint  of  conductor  strands  damaged  from 
the  use  of  an  Anderson  suspension  clamp. 

Why?  Because  Anderson  suspension  clamps  are 
job-designed  by  engineers  who  know  the  job  to  be 
done:  Aluminum  to  prevent  power  loss  and  heat 
buildup  .  .  .  Scientifically  weighted,  balanced  and 
shaped  to  protect  the  conductor  strands  from  chaf¬ 


ing  and  vibration  damage . . .  Exclusive  anti-rotation 
clevis  pins  to  prevent  clamp  wear . . .  Easily  worked 
“hot”  . . .  Made  with  a  special  casting  process  which 
gives  greater  strength  with  lighter  weight  by  elimi¬ 
nating  single  directional  grain  structure  patterns, 
typical  in  forgings. 

As  a  result,  Anderson’s  suspension  clamps  have 
an  enviable  record  of  trouble-free  performance.  For 
convincing  proof,  check  the  brands  of  aluminum 
clamps  in  service  on  your  transmission  system  . . . 
chances  are  better  than  50/50  that  they  were 
manufactured  by  Anderson.  For  complete  details 
contact  your  Anderson  Representative  or  write 
Anderson  Electric  Corporation,  Leeds,  Alabama. 

maNDERSON  ELECTRIC 

CORPORATION 


Research  /  Quality  /  Performance  /  in  Aluminum  and  Bronze  Products 


